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1. St Swinoujects (Swinenmunde)(N54/.21) the hoopital ship “torlig® hes been 
raiged and towed near the harbor entrance. Repairs are ing wade apier 
Soviet supervision by German wirkera conseripted by the --bedteant at 
Anlbeck (L121). Captain Aedusin, Hero of the Soviet Uri: is gn charge 
of the work, 

raiged 


2. Ths SS "Sehlesien™ ard the freinhter "CGrantenburg" are «+ bedug 
at present. 


3. Botwaen 8 and 10 August 1947, thres exuisers, eix torps: . boatg, three 
dentroyers, ani « few Schnellbcote vere lying at the ert: noe te the 
Swinoujecie harbor. 


4. Qn 12 or 13 Augnat the pockot-bittleship “iatzov" lef: inoajeele in the 
dirseticn of Bernholn. 


Rrgamenrt § 
V7 Ausust 1947 the "Intaow"s.as % between Swinouf:~ and Sscseein. 
It had been pumped out and raised to normal draught, err: ite artillery, 


sranas, and ranpgefiniers: vers intact. Salvace work on + vessel wag 
oontinuing.) 


5. wlaoujscie has been evacuated of all Germans except to whe wrk for 
the Soviets. Controle in the area are very strict. 
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